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TAGS: ASEC 

SUBJECT: MEDECO KEYS 

REF: BONN 1 1323 

1 . IN ORDER TO MAKE THE FIVE (5) MEDECO KEYS AS REQUESTED, 

SY/T NEEDS THE CORRECT SERIAL NUMBER (EXAMPLE, A0460299). 

IN ORDER TO MAKE THE MEDECO KEY BY CODE, WE REQUIRE A LET- 
TER TO IDENTIFY THE BLANK AND SEVEN (7) NUMBERS FOLLOWING 
THE LETTER. YOU ARE ALSO REQUESTED TO IDENTIFY THE TYPE 
OF CYLINDER FOR WHICH THE KEYS ARE REQUIRED. 

2. SY/T HAS PURCHASED A NEW MEDECO KEY CUTTER WHEEL WHICH 
CUTS A RADIUS AT THE BOTTOM OF EACH CUT. MEDECO FEELS THAT 
THE NEW CUTTER WILL GREATLY REDUCE THE KEY BREAKAGE PROBLEM 
BY ELIMINATING THE EXTREME "V" AT THE BOTTOM OF EACH CUT, 

WHICH THEY CLAIM FATIGUES THE BLANK AND CAUSES BREAKAGE. KISSINGER 
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